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INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 
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R 211645Z JAN 76 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 0198 

CONFIDENTIAL OECD PARIS 01937 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, FR, HU, US 

SUBJECT: US TIME DIVISION MULTIPLEXERS TO HUNGARY - 
IL L519 

REF: A) COCOM DOC (76) 2, STATE A-7380, B) COCOM DOC 
(75) 2469 

1 . FRENCH DEL ENTERED RESERVE REFCASE A, WHICH SCHED- 
ULED FOR COCOM MEETING 1/27, AND REQUESTED US INDICATE 
1)NUMBER OF PERIPHERALS INCLUDED WITH SYSTEM, 2) ITS 
MEMORY CAPACITY AND 3) ITS PROCESS DATA RATE. FRENCH 
DEL ALSO NOTED RESEMBLANCE OF REFCASE A TO UK SUBMISSION 
IN REFCASE B AND REQUESTED THAT US SUPPLY DIAGRAM 

OF SYSTEM, SIMILAR TO THAT PROVIDED BY BRITISH 
IN REFCASE B, WHICH DEMONSTRATES TRANSMISSION 
SPEEDS OF VARIOUS CHANNELS. FRENCH DEL CON- 
CLUDED BY NOTING THAT US DEL HAD ONLY APPROVED 
REFCASE B ON CONDITION THAT TRANSMISSION RATE 
OF THE MD6-12 MODEM WAS 2400BPS OR LESS. 

2. ACTION REQUESTED: APPROPRIATE INSTRUCTIONS 
FOR RESPONSE. 
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